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ERDA PASS TO H. BROWN, NRC; INFO: A. S. FRIEDMAN, DIP 

E.O. 11652: N/A 
TAGS: TECH 

SUBJECT: FIRE IN NUCLEAR POWER PLANT 

AS A RESULT OF A TELEPHONE CALL FROM LAFLEUR, NRC, TO RUBIN 
AT 5:30 P.M.. BRUSSELS TIME, MARCH 23, 1975, CONCERNING THE 
FIRE IN THE CABLE SPREADING ROOM AT THE BROWNS FERRY NUCLEAR 
POWER PLANT SITE. ERDA/BRUSSELS INFORMED BY TELEPHONE DURING 
A.M. ON MARCH 24, THE FOLLOWING: MR. STADI, OECD, PARIS, DR. 

SAHL, DIRECTOR, REGULATION AND LICENSING OF NUCLEAR REACTORS, 

BONN, GERMANY; MR WILLIAMS, NUCLEAR INSTALLATIONS 
INSPECTORATE, LONDON; DR. AGUSTINE ALONSO, 

HEAD, RADIOLOGICAL PROTECTION AND NUCLEAR SAFETY DIV„ JUNTA DE 
ENERGIA NUCLEAR AVENIDA COMPLUTENSE, MADRID, SPAIN; MR. FERMER, 
SAFETY AND RELIABILITY DIRECTORATE, UKAEA, WARRINGTON. ENGLAND; 

MR. ARNE HEDGRAN, SWEDISH NUCLEAR POWER INSPECTORATE, STOCKHOLM, 
SWEDEN; MR VINCK, SUPPLY AGENCY , BRUSSELS; MR. MALLOY, 

PHYSICAL SCIENCE OFFICER, PARIS EMBASSY; AND DR. MANNIELLO, 

SCIENCE ATTACHE. ROME EMBASSY. UNSUCCESSFUL ATTEMPTS WERE MADE 
TO CONTACT DR. HEINZ SEIPEL, DIRECTOR, OFFICE FOR REACTOR 
SAFETY RESEARCH, DER BUNDESMINISTER FUR FURSCHUNG AND TECH 
NOLOGIE, BONN, GERMANY AND MR. SIEGRIST, DIRECTOR, SWISS FEDERAL 
OFFICE OF ENERGY, BERN, SWITZERLAND. ONLY TWO CONTACTS HAD PREVIOUS 
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KNOWLEDGE OF THE EVENTS. MALLOY IN PARIS AND HEDGRAN IN SWEDEN. 
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ALL CONTACTS EXPRESSED GREAT APPRECIATION OF BEING INFORMED IN 
SUCH A TIMELY MANNER. 

GREENWALD 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: FIRE SAFETY, NUCLEAR POWER PLANTS, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 24 MAR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ECBRU02591 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 03-01 82 
From: EC BRUSSELS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750323/aaaaauhb.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUN 2003 by SilvaL0>; APPROVED <26 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FIRE IN NUCLEAR POWER PLANT AS A RESULT OF A TELEPHONE CALL FROM LAFLEUR, NRC, TO RUBIN 
TAGS: TECH 
To: n/a 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



